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Dihydrocodeine 

Simultaneous determination of dihydrocodeine and 
dihydromorphine in serum by gas chromatography—tandem 
mass spectrometry 663(1995)59 


Analysis of common opiates and heroin metabolites in 
urine by high-performance liquid chromatography 
663(1995)225 


Dihydromorphine 

Simultaneous determination of dihydrocodeine and 
dihydromorphine in serum by gas chromatography—tandem 
mass spectrometry 663(1995)59 


Diphenhydiamine 
Simultaneous analysis of diphenylmethoxyacetic acid, a 
metabolite of diphenhydramine, and its deuterium-labeled 
stable isotope analog in ovine plasma and urine 

663( 1995 )67 


Diphenylmethoxyacetic acid 
Simultaneous analysis of diphenylmethoxyacetic acid, a 
metabolite of diphenhydramine, and its deuterium-labeled 
stable isotope analog in ovine plasma and urine 

663( 1995 )67 


Enzymes 

High-performance liquid chromatographic assay for 
farnesyl-protein transferase activity with dabsylated 
peptide 663(1995)35 


Determination of semicarbazide-sensitive amine oxidase 
activity in human plasma by high-performance liquid 
chromatography with fluorimetric detection 663(1995)43 


Improved assay of reaction products to quantitate catechol- 
O-methyltransferase activity by high-performance liquid 
chromatography with electrochemical detection 

663( 1995) 137 


Determination of the acylcoenzyme A cholesterol 
acyltransferase inhibitor 447C88 in plasma using gas 
chromatography—mass spectrometry and liquid 
chromatography atmospheric pressure chemical ionisation 
tandem mass spectrometry 663(1995)275 


Ephedrine 
Identification of ephedrines as their carbon disulfide 
derivatives 663(1995)160 


Farnesyl-protein transferase 

High-performance liquid chromatographic assay for 
farnesyl-protein transferase activity with dabsylated 
peptide 663(1995)35 


Fluconazole 
High-performance liquid chromatographic determination of 
the antifungal drug fluconazole in plasma and saliva of 
human immunodeficiency virus-infected patients 

663( 1995 )345 


Flumazenil 

Determination of flumazenil in plasma by gas 
chromatography—negative ion chemical ionization mass 
spectrometry 663(1995)263 


GI1147211, lactone form 

High-performance liquid chromatographic analysis of the 

lactone and carboxylate forms of a topoisomerase I 

inhibitor (the antitumor drug GI147211) in plasma 
663(1995)119 


Compound Index 417 


GI190421, carboxylate form 

High-performance liquid chromatographic analysis of the 

lactone and carboxylate forms of a topoisomerase I 

inhibitor (the antitumor drug GI147211) in plasma 
663(1995)119 


Glycoproteins 
Coupled gel electrophoresis—agar diffusion method for the 
detection of tumor antigens 663(1995)51 


Haloperidol 

Megabore capillary gas-liquid chromatographic method 
with nitrogen—phosphorus selective detection for the assay 
of haloperidol and reduced haloperidol in serum: results of 
therapeutic drug-monitoring during acute therapy of eight 
schizophrenics 663(1995)289 


Heroin 

Analysis of common opiates and heroin metabolites in 

urine by high-performance liquid chromatography 
663( 1995 )225 


7-Hydroxycoumarin 
Determination of free and total 7-hydroxycoumarin in urine 
and serum by capillary electrophoresis 663(1995)371 


4-Hydroxycyclophosphamide 

Measurement of 4-hydroxycyclophosphamide in serum by 
reversed-phase high-performance liquid 

chromatography 663(1995)395 


Hygromycin B 
Solid-phase clean-up and thin-layer chromatographic 
detection of veterinary aminoglycosides 663(1995)127 


Isosorbide-5-mononitrate 
Gas chromatographic—mass spectrometric determination of 
isosorbide 5-mononitrate in human plasma 663(1995)153 


Isovanillic acid 
Improved assay of reaction products to quantitate catechol- 
O-methyltransferase activity by high-performance liquid 
chromatography with electrochemical detection 

663( 1995 )137 


7-Ketocholesterol 

Simultaneous measurement of phytosterols (campesterol 

and B-sitosterol) and 7-ketocholesterol in human 

lipoproteins by capillary column gas chromatography 
663(1995)1 


Lometrexol 

Measurement of 5,10-dideaza-5,6,7 ,8-tetrahydrofolate 
(lometrexol) in human plasma and urine by high- 
performance liquid chromatography 663(1995)327 


Lumogallion 

Determination of serum aluminium using an ion-pair 
reversed-phase high-performance liquid chromatographic- 
fluorimetric system with lumogallion 663(1995)247 


Meptazinol 

Determination of the stereoselective aspects in in-vitro and 
in-vivo metabolism of the analgesic meptazinol by high- 
performance liquid chromatography 663(1995)315 


Methamphetamine 

Improved amphetamine and methamphetamine 
determination in urine by normal-phase high-performance 
liquid chromatography with sodium 1,2-naphthoquinone 4- 
sulphonate as derivatizing agent and solid-phase extraction 
for sample clean-up 663(1995)235 


3-Methoxy-4-hydroxyphenylethylene glycol 

Determination of 3-methoxy-4-hydroxyphenylethylene 

glycol in urine using reversed-phase liquid chromatography 

with column switching and electrochemical detection 
663(1995)193 


4,4-Methylene diphenyldianiline 

Determination of 4,4’-methylenediphenyldianiline (MDA) 
and identification of isomers in technical-grade MDA in 
hydrolysed plasma and urine from workers exposed to 
methylene diphenyldiisocyanate by gas chromatography— 
mass spectrometry 663(1995)209 


Methylene diphenyldiisocyanate 

Determination of 4,4’-methylenediphenyldianiline (MDA) 
and identification of isomers in technical-grade MDA in 
hydrolysed plasma and urine from workers exposed to 
methylene diphenyldiisocyanate by gas chromatography— 
mass spectrometry 663(1995)209 


Methyleugenol 
Determination of methyleugenol in rodent plasma by high- 
performance liquid chromatography 663(1995)255 


Mivacurium 

High-performance liquid chromatographic assays with 
fluorometric detection for mivacurium isomers and their 
metabolites in human plasma 663(1995)297 


6-Monoacetylmorphine 

Analysis of common opiates and heroin metabolites in 

urine by high-performance liquid chromatography 
663( 1995 )225 


Moricizine 

Simultaneous determination of moricizine and its 
sulphoxidation metabolites in biological fluids by high- 
performance liquid chromatography 663(1995)172 


Moricizine sulphone 

Simultaneous determination of moricizine and its 
sulphoxidation metabolites in biological fluids by high- 
performance liquid chromatography 663(1995)172 


Moricizine sulphoxide 

Simultaneous determination of moricizine and its 
sulphoxidation metabolites in biological fluids by high- 
performance liquid chromatography 663(1995)172 


418 Compound Index 


Morphine 

Analysis of common opiates and heroin metabolites in 

urine by high-performance liquid chromatography 
663( 1995 )225 


Nalbuphine 

Rapid and sensitive high-performance liquid 

chromatographic assay for nalbuphine in plasma 
663(1995)111 


1,2-Naphthoquinone-4-sulphonate 

Improved amphetamine and methamphetamine 
determination in urine by normal-phase high-performance 
liquid chromatography with sodium 1,2-naphthoquinone 4- 
sulphonate as derivatizing agent and solid-phase extraction 
for sample clean-up 663(1995)235 


Norephedrine 
Identification of ephedrines as their carbon disulfide 
derivatives 663(1995)160 


Norfloxacin 
Sensitive high-performance liquid chromatographic assay 
for norfloxacin utilizing fluorescence detection 

663( 1995 )379 


Norpseudoephedrine 
Identification of ephedrines as their carbon disulfide 
derivatives 663(1995)160 


Opiates 

Analysis of common opiates and heroin metabolites in 

urine by high-performance liquid chromatography 
663( 1995 )225 


Oxytetracycline 

Determination of oxytetracycline in the live fish feed 
Artemia using high-performance liquid chromatography 
with ultraviolet detection 663(1995)167 


Peptides, dabsylated 

High-performance liquid chromatographic assay for 

farnesyl-protein transferase activity with dabsylated peptide 
663(1995)35 


Phenylacetic acid 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography 663(1995)201 


Phenylalanine 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography 663(1995)201 


Phenyllactic acid 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography 663(1995)201 


Phenylpropionic acid 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography 663(1995)201 


Phenylpyruvic acid 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography  663(1995)201 


Pholcodine 

Analysis of common opiates and heroin metabolites in 

urine by high-performance liquid chromatography 
663( 1995 )225 


Phytosterols 

Simultaneous measurement of phytosterols (campesterol 

and B-sitosterol) and 7-ketocholesterol in human 

lipoproteins by capillary column gas chromatography 
663(1995)1 


Piracetam 
Determination of piracetam in human plasma and urine by 
liquid chromatography 663(1995)385 


Pseudoephedrine 
Identification of ephedrines as their carbon disulfide 
derivatives 663(1995)160 


Semicarbazide-sensitive amine oxidase 

Determination of semicarbazide-sensitive amine oxidase 
activity in human plasma by high-performance liquid 
chromatography with fluorimetric detection 663(1995)43 


B-Sitosterol 

Simultaneous measurement of phytosterols (campesterol 

and B-sitosterol) and 7-ketocholesterol in human 

lipoproteins by capillary column gas chromatography 
663(1995)1 


Sodium dodecyl sulphate 

Sodium dodecyl sulfate solution is an effective between-run 
rinse for capillary electrophoresis of samples in biological 
matrices 663(1995)400 


Steroids 

Measurement of plasma testosterone by gas 
chromatography-—negative-ion mass spectrometry using 
pentafluoropropionic derivatives 663(1995)187 


Sulphamonomethoxine 

Simultaneous determination of sulphamonomethoxine and 

its N*-acetyl metabolite in blood serum by high- 

performance liquid chromatography with direct injection 
663(1995)177 


Taxol 

Isocratic high-performance liquid chromatographic assay of 
taxol in biological fluids and tissues using automated 
column switching 663(1995)337 


Compound Index 419 


Terbinafine 

Determination of terbinafine and its desmethyl metabolite 
in human plasma by high-performance liquid 
chromatography 663(1995)353 


Terguride 
High-performance liquid chromatographic determination of 
terguride in solid dosage forms and plasma 663(1995)309 


Testosterone 

Measurement of plasma testosterone by gas 
chromatography—negative-ion mass spectrometry using 
pentafluoropropionic derivatives 663(1995)187 


Topoisomerase I inhibitor 

High-performance liquid chromatographic analysis of the 

lactone and carboxylate forms of a topoisomerase I 

inhibitor (the antitumor drug GI147211) in plasma 
663(1995)119 


Tyrosine 

Rapid determination of phenylalanine and its related 
compounds in rumen fluid by high-performance liquid 
chromatography 663(1995)201 


Uric acid 
Separation and determination of liver uric acid and 
allantoin 663(1995)143 


Valpropylcarnitine 

Determination of urinary valproylcarnitine by gas 
chromatography—mass spectrometry with selected-ion 
monitoring 663(1995)83 


Vanillic acid 
Improved assay of reaction products to quantitate catechol- 
O-methyltransferase activity by high-performance liquid 
chromatography with electrochemical detection 

663( 1995 )137 


Verapamil 

Determination of the stereochemical composition of the 

major metabolites of verapamil in dog urine with 

enantioselective liquid chromatographic techniques 
663(1995)91 


Vinorelbine 

Determination of vinorelbine in rabbit plasma by high- 
performance liquid chromatography with coulometric 
detection 663(1995)390 


